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SPECIFICATIONS 

Model: 329PD Rear Sight: Adjustable V-Notch 

SKU: 163414 Overall Length: 9.5” (24.1 cm) 

Caliber: 44 Magnum/ 44 Special Grip: Textured Laminate & Synthetic Included 
Action: Single/Double Action Weight: 25.2 oz. (714.4 g) 

Capacity: 6 Rounds Cylinder Material: Titanium Alloy 

Barrel Length: 4.13” (10.5 cm) Frame Material: Scandium Alloy 

Front Sight: HI-VIZ? Fiber Optic Barrel Material: Stainless Steel 


Finish: Two-Tone LAMINATE AND SYNTHETIC 
UPC Code: 022188634143 GRIPS INCLUDED! 
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